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DE  RUEHNG  #0275  2141847 
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FM  AMCONSUL  NOGALES 

TO  RUEHME/AMEMBASSY  MEXICO  0968 

INFO  RUEHC/SECSTATE  WASHDC  4335 

RUEHXC/ALL  US  CONSULATES  IN  MEXICO  COLLECTIVE 

RUEHNG/AMCONSUL  NOGALES  1886 

UNCLAS  NOGALES  000275 

SIPDIS 

SIPDIS 

MEXICO  FOR  MCCA 

DEPT  FOR  CA/EX,  CA/VO/BBP,  CA/EX/CSD  AND  WHA/EX 

E.O.  12958:  N/A 

TAGS:  CMGT  CVIS  MX  AFIN  AMGT 

SUBJECT:  NOGALES  NIV  MONTHLY  STATISTICAL  REPORTING  FOR  JULY  - 2007 

A)  NIV  enrollments-  3733 

B)  Overall  number  refused-  799 

C)  BBBCC  - approved  and  refused-  1539/646 

D)  BBBCV  - approved  and  refused-  252/63 

E)  First  time  applicants-  approved  and  refused-  1582/682 

F)  Renewals-approved  and  refused-  52/14 

G)  Replacements-  approved  and  refused-  164/15 

H)  Number  of  free  visas-  5 

I)  Anomalies  in  visas  returned  to  post-  0 

J)  22 Ig  overcomes-  82 

K)  Reduced  fee  for  minors-  766 

L)  10  year  MRVs  approved  and  refused-  0/0 

M)  Number  of  temporary  MRVs-  7 

N)  Number  of  H2A  visas  processed-  489 

O)  Number  of  H2B  visas  processed-  136 

P)  Number  of  H2R  visas  processed-  348 

Q)  Average  number  of  adjudicators-  2.49 

R)  The  average  wait  time  for  a first  time  visa  applicant-  3 Days 

S)  Number  of  Days  Post  Adjudicated  Visas-  21 
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